tv,'  '  FIRST  CONGREGATIONAL  CHURC  " 
JiT  United  Church  of  Christ 

IV  10th  and  G  Sts.  N.W.,  Washington, 

I  ^    The  Chancel  Window  of  the  Alvord  Mem 
Ips^  done  by  the  Willet  Stained  Glass  Studios  in 
l^^^    termed  "conchoidal  glass."  Its  symbolism  is 
|\      passion,  crucifixion  and  resurrection  of  the 
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